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slight was entirely due to good luck and the bravery and skill of individual naval and military commanders and reflected no credit on cither the sovereign or his administration. After this disaster it was impossible for the King to continue personally to direct his country's destinies through the medium of carefully selected ministers, and in 1784 the Premiership passed to William Pitt, the brilliant and industrious son of the great Lord Chatham, who by his financial and parliamentary skill succeeded in restoring his country's fortunes in an unexpectedly short time*
Although at first George III regarded Pitt as only one degree less objectionable than the various "Whig leaders, he soon became reconciled to his great minister, and suspicion gave way to mutual esteem. The harmony of their relations was> alas, considerably disturbed in 1788, for in that year the King went mad and although he soon recovered, the possibility of a recurrence of the malady created numerous difficulties for Pitt: for it soon became obvious that if the King was forced to give his consent to legislation to which he was violently opposed that possibility would become a certainty. Thus Pitt was forced to choose between abandoning such measures as Catholic Emancipation or imposing upon the country the irresponsible and supposedly Whig Prince of Wales as Regent. Naturally, being under no illusions as to the character of the Prince, Pitt chose the former.
The Prince of Wales, who had been submitted by his parents to an educational scheme of unenlightened and monotonous strictness, did much by his behaviour to
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